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UNCLASSIFIED 

PAGE 01 BONN 17537 081330Z 

41 

ACTION EUR- 12 

INFO OCT-01 ISO-OO RSC-01 EPA-04 OES-04 NSC-05 CEQ-01 

FEAE-00 /028 W 

037140 

R 081328Z NOV 74 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 6146 
INFO USMISSION NATO BRUSSELS 

UNCLAS BONN 17537 

DEPT PI .EASE PASS EPA FOR F. ALLEN HARRIS AND FEA FOR 
WILLIAM PORTER 

E. O. 11652: N/A 

TAGS: SENV, ENRG, NATO, GW 

SUBJECT: CCMS: ENERGY CONSERVATION - ELECTRIC UTILITY 
LOAD MANAGEMENT MEETING AT NATO HEADQUARTERS, 
NOVEMBER 12-13. 

REF: STATE 244205 

1. .TANSSEN-MI TELLER UNABLE TO ATTEND. HE SUGGESTED WE 
INVITE DIPL.ING. HANS-CHRISTOPH HERBST, ALSO AN ENERGY 
STORAGE EXPERT. HE HAS PASSED INFORMATION ABOUT MEETING 
TO HERBST. IN VIEW SHORT TIME, EMBASSY ACCEPTED 
SUGGESTION. 

HILT .F.NBR AND 
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Executive Order: N/A 

Errors: N/A 
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Handling Restrictions: n/a 
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Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
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